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l. In the HP-Werk at Berlin-Oberschoneweide, the SUM diviston ts oomusled mailniy 
in manufacturing electrical measuring appore tus 4 in ne measuring 
apparatus. Machinery and apparatus as listed below were proguee? ta the last 
quarter years 
a. An eight-stage measuring amplifier with a 5 mlepovols inkeke @00c 2 preetiston 
of 0.1 percent was delivered to the soviet Union; three more followed at the 
end of September, 

b. A works in Moscow received two apparatus in sugust and Mve in September for 
determining temperature coefficients for eoniensers, apecifieations were for 
& capacity of 10 pleofarads to 10 microfarads, calibrated to 4,000 places, 
This was accomplished by constructing a tubular furnace with different heat 
stages. The condensers were passed through the furnace on a smell conveyor 
band. The synchronization was done by means of an automatic bridge. Mfteen 
complete apparatus of this kind have been delivered in 1953, together with 86 
automatic resistance bridges. 

¢. Seven thermo-transformers were delivered to the Soviets Union in Leptember 1953, 

ad. Six grinding machines for conical bearings were manufactured, of which five 
were sent to the Soviet Union and one retained in the plant, 

All of the foregoing equipment for the Soviet Union represented reparations 

deliveries. 

2. At the present time there is an apparatus under development for the soviet Union 
consisting of a measuring amplifier with a range from 1 to 5,900 Hertz, working 
on linear frequency. Another linear frequency amplifier with a range from 1 to 
500 kilocyeles/second (kHz) goes into production in the middle of October, 

198 Nw) T/T Ald, ba/c(n) ee 

19 M/C(N) T/7ebe4t5 NGM) : 

663.6 m/c ae mse Us 8 Bek only 
7/T44.22 = N(UM) V/THI.TI2 UM /c 


SECURITY INFORMATION 


STATE 


CEPOLT 


Approved For Release 2001/08/02 : CIA-RDP81-01036R000100070021-1 


